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BARRINGTON  CONGREGATIONAL  CHURCH  and 
CHURCH    HOUSE,   County    Rood,    Barrlngton,   R.  I. 

Known  as  the  "White  Church" 
The  Church  was  organized  in  1717  when  the  town 
of  Barrington  was  incorporated.  Present  church 
was  erected  in  1806,  with  much  of  the  "Frame 
and  Form  of  the  Old  Meeting  House,  built  on 
same  lot  in  1737,  mainly  preserved."  The  Church 
House,  constructed  in  1955,  provides  educational 
and  recreational  facilities. 
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